CHAPEL  OF 
ST.  JAMES  THE  FISHERMAN  (Episcopal) 

WELLFLEFT  (Cape  Cod)  Mass.  BUILT  IN  1957 

Free-standing  altar  in  raised  central  sanctuary 
surrounded  by  six  rows  of  pews  seating  320.  Olav 
Hainmarstroni,  Architect. 

Open  daily  in  the  summer.  Services  on  summer 
Sundays  and  Holy  Days.  Worshippers  of  all  faith? 
are  welcome. 
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